

TRADE MARK R 

EVANS RULE CO. LTD. 

MONTREAL 9, QUEBEC 


GUARANTEE 


REPAIRS 


RETURN GOODS 



Evans Role Co. has a “Lifetime Guarantee” that applies to most items. See 
individual packages for details. All other merchandise of their manufacture 
is also guaranteed against defects in material or workmanship. 

Returns should be made by the consumer directl y to the factory. 

Long Tape Blades that have been broken will be repaired when returned 
directly to the factory by the consumer with a remittance of $1.25 for each break 
in the blade. Replacement blades for Long Tapes and Pocket Tapes are also 
available at low cost, and are easily inserted. 

Wooden Folding Rules that have been broken will be repaired, when returned 
directly to the factory by the consumer, for 30c each. 

No merchandise is to be returned to the factory except as covered in the Evans 
Guarantee above. All approved returns must be fully prepaid. 


Form No. 6318C 


Printed in Canada 











&/tV7l4 “POWER-TAPES” 



on button retracts blade 
into case smoothly- . . . under 
your control. Formed nylon internal mechan¬ 
ism assures quiet operation and long life. 
Inside-outside measuring die cast case is 
two inches wide and is heavily chrome 
plated. */2 inch tempered and bonderized 
steel blade is finished with white enamel 
on both sides. Easy-to-read jet-black “quicks 
conversion” inch and foot and inch mark¬ 
ings on blade, which is marked in eighths 
and sixteenths, thirty-seconds on first six 
inches. Giant self-adjusting end hook slides 
to compensate for its own thickness, assur¬ 
ing accurate inside and outside measure¬ 
ments, Takes regular Evans replacement 
blades. Individually carded, packed 6 in 
a box. 


’Made in accordance wirh U S. Patents 2,586.386 and 
2.833,534. 



Length 

wgt. per 

Nos. 

of blade 

box-lbs. 

PT 6W 

6 foot 

2V2 

PT 8W 

8 foot 

2% 

PT 10W 

10 foot 

2% 

PT12W 

12 foot 

2% 


Also furnished with Metric-EngUsh mark¬ 
ings. Millimeters on upper edge, inches 
to sixteenths on lower edge. A free tape 
holster complete with belt clip included 
with each tape. Individually carded, pack¬ 


ed 6 in a box. 

PT6WM/E 2 meters-78% ins. 2% 

PT1OWM/E 3 meters —119 ins. 2% 

Also furnished with Metric markings. 
Millimeters on both edges. 

PT2W 2 meters- 2% 

PT3W 3 meters- 2 s /g 


&/tV7Z4. KING-SIZE 
“POWER-TAPES” 


Controlled-power blade return*. PLUS wide, 
rigid blade for upright measurements are 
featured. Gentle pressure on button retracts 
blade into case smoothly . . . under your 
control. Formed nylon internal mechanism 
assures quiet operation and long life. In¬ 
side-outside measuring case is two inches 
wide and is heavily chrome plated. 3 A inch 
tempered and bonderized steel blade is fin¬ 
ished with white enamel on both sides. 
Easy-to-read jet-black “quick conversion” 
inch and foot and inch markings on blade, 
which is marked in eighths and sixteenths. 
Wide blade extends vertically without buck¬ 
ling. Giant self-adjusting end hook slides 
to compensate for its own thickness, assur¬ 
ing accurate inside and outside measure¬ 
ments. Takes regular Evans “King-Size” 
replacement blades. Individually carded, 
packed 6 in a box. 


•Made in accordance with U.S. 
2.833.534. 

Length 

Nos. of blade 

KP10W 10 foot 

KP12W 12 foot 


Patents 2,586,386 and 

Wgt. per 
box-lbs. 
3V2 
3 % 




PUSH-PULL TAPES 


supplied 

with 

belt clip 
on back 
of case 



Practical for measurements in production 
and maintenance work. Chrome plated 
die cast case. % inch tempered steel 
blade is finished with bonderized white 
enamel on both sides. Easy-to-read jet 
black, “quick-conversion” foot and inch 
markings on blade which is marked in 
eighths and sixteenths, thirty-seconds on 
first six inches. Self-adjusting end hook 
slides to compensate for its thickness, 
assuring accurate inside and outside 
measurement. Blade easily replaced with¬ 
out tools. Individually carded, packed 6 
in a box. 


Wgt. per 


Nos. 

Length of blade 

box-lbs. 

106W 

6 Foot 

1% 

108W 

8 Foot 

2 

now 

10 Foot 

2 Vo 

112W 

12 Foot 

21/4 

115W 

15 Foot 

3 


Also furnished with English-Metric mark¬ 
ings. Millimeters on upper edge, inches 
to sixteenths on lower edge. Individually 
carded, packed 6 in a box. 


106WM/E 2 meters— 78% ins. 3% 

110WM/E 3 meters—119 ins. 3% 

Also furnished with Metric markings. 
Millimeters on both edges. 

M2W 2 meters- 3% 

M3W 3 meters- 3% 


Stf&TZd KING SIZE 
PUSH-PULL TAPES 


Developed for making difficult upright 
and horizontal measurements. Wide blade 
can be extended for easier more accurate 
work. Chrome plated die cast case. % 
inch tempered steel blade has bonderized 
white enamel finish on both sides. Blade 
marked in eighths and sixteenths. 

Large easy-to-read jet black, “quick-con¬ 
version” foot and inch markings on blade. 
Self-adjusting end hook assures accurate 
inside and outside measurements. Blade 
can be quickly replaced. Individually 
carded, packed 6 in a box. 


Nos. 

Length 

6KW 

6 

8KW 

8 

10KW 

10 

12KW 

12 

15KW 

15 


of blade 

Wgt. per 
box-lbs. 

Foot 

21/2 

Foot 

2Ve 

Foot 

3 

Foot 

31/4 

Foot 

3% 



Inside - outside measuring case is THIN 
as a watch . . . slips into any pocket or 
purse. Very light in weight. Case is ^ex¬ 
actly two inches wide at base and is 
heavily chrome plated. % inch tempered 
and bonderized steel blade is finished 
with white enamel on both sides. Easy to 
read jet-black markings on blade, which 
is graduated in eighths and sixteenths, 
thirty-seconds on first six inches. Non¬ 
moveable end hook. Blades replaceable 
instantly. Blister packed and individually 
carded, packed 12 in a box. 



Length 

Wgt. per 

Nos. 

of blade 

box-lbs. 

6V4W 

6 foot 

IVa 

8V4 W 

8 foot 

1 Vs 

IOV4W 

10 foot 

2 

Also furnished with Metric 

markings. 

Millimeters on one edge. 


M2T 

2 meters- 

1% 

M3T 

3 meters- 

2 


REPLACEMENT 

BLADES 



Tempered steel, white finish, with jet 
black markings. Wound in reverse for 
easy replacement. These universal blades 
will fit EVANS “Power-Tapes,” King Size 
“Power-Tapes,” Push-Pull Tapes, King 
Size Tapes and many other tape cases. 
Individually packed 6 in a box. 


For 

Tape Wgt. per 


Nos. 

Length 

No. 

box-lbs. 

106WR 

6 ft. 

106W-PT6W 


1/2 

108WR 

8 ft. 

108W-PT8W 


% 

110WR 

10 ft. 

110W-PT10W 


% 

112WR 

12 ft. 

112W-PT12W 


% 

115WR 

15 ft. 

115W 


1 

106 WR M/E 

2 Me. 

106W M/E-PT6W M/E 

*/2 

110WR M/E 

3 Me. 

110W M/E-PT1QW M/E 

% 

M2WR 

2 Me. 

M2W -PT2W 


1/2 

M3WR 

3 Me. 

M3W-PT3W 


% 

6KWR 

6 ft. 

6KW 


% 

8KWR 

8 ft. 

8KW 


Vs 

10KWR 

10 ft. 

10KW-KP10W 


1 

12KWR 

12 ft. 

12KW-KP12W 


11/8 

15KWR 

15 ft. 

15KW 


IV4 

6V4 WR 

6 ft. 

6V4 W 


1/4 

8V4 WR 

8 ft. 

8V4 W 


Vs 

IOV4 WR 

10 ft. 

101/4 W 


1/2 

M2TWR 

2 Me. 

M2T 


1/4 

M3TWR 

3 Me. 

M3T 


1/2 




















































&/am4. LONG TAPES 

WITH FREE BELT HOLSTER 



Ideal for all types of measurement work. 
Zinc plated steel case is covered with 
grained vinyl fabric. Vs inch snow-white 
finish steel blade is marked in inches and 
eighths. Foot marked at each inch. 16 inch 
center stud markings. Case has double throat 
rollers and flush folding blade, opened by 
push pin. All metal parts heavily nickel plat¬ 
ed. Hook ring supplied at no extra charge. 
Blade can be replaced in seconds without 
tools. Individually packed in a plastic holster, 
one in a box, 6 in a carton. 


Nos. 

Length 

Wgt. 


of blade 

ea. lbs 

25W 

25 Foot 

% 

33W 

33 Foot 

7 A 

50W 

50 Foot 

1 

66W 

66 Foot 

1% 

75W 

75 Foot 

V/2 

100W 

100 Foot 

VA 


METRIC-ENGUSH 
LONG TAPES 

Same description as above but blade is 
i/ 2 inch wide and is marked on one edge 
in inches and eighths, on other edge in 
meters by millimeters for first 20 centi¬ 
meters, then by centimeters. 


Wgt. 

Nos Length of blade ea. lbs. 

10M/E 10 Me.— 33 ft. VA 

15M/E 15 Me.— 50 ft. VA 

20M/E 20 Me.— 66 ft. 1 5 /s 

25M/E 25 Me.— 82 ft. 2 

30M/E 30 Me.—100 ft. 2'A 


"POWER-FIFTY" TAPE 



Power at your finger-tips with controlled- 
power blade return* Pressure on colored 
button retracts blade into case smoothly 
. . . under your control. Blade stops ex¬ 
actly where you want it when button is 
released . . . Won’t slip or “creep”. 
Rugged internal mechanism of self-lubri¬ 
cated nylon for long life. Zinc plated 
steel case is covered with grained vinyl 
fabric. % inch snow-white blade is 
marked with jet black graduations in 
inches and eighths. Foot marked at each 
inch. 16 inch center stud markings. All 
metal parts are heavily plated. Combina¬ 
tion hook-ring is supplied with each tape 
at no charge. Blade can be replaced in 
seconds without tools. Packed one in a 
box, 6 in a carton. 

°U. S. Patent 2,586,386. 

Length Wgt. 

No. of Blade ea. lbs. 

PT50W 50 Foot 1% 


INSIDE-OUTSIDE 
MEASURING TAPES 



Especially designed to enable one person to 
easily make inside and outside measurements 
with a long tape. Die-cast “D” shaped case 
measures exactly 3 inches on 50 Ft. model, 
4 inches on 100 Ft. model for accurate in¬ 
side measurements. Giant self-adjusting end 
hook slides to compensate for its thickness, 
holds firmly when in use. y 8 inch wide snow- 
white finished steel blade marked in inches 
and eighths. Foot marks at every inch, plus 
16 inch center stud markings. Handy belt 
clip attached to back of case. Individually 
carded, 6 in a box. 


Wgt. ea. 


Nos. 

Length of Blade 

lbs. 

Z25W 

25 Foot 

3 /4 

Z33W 

33 Foot 

% 

Z50W 

50 Foot 

1 

Z66W 

66 Foot 

VA 

Z75W 

75 Foot 

V/2 

Z100W 

100 Foot 

1 % 


&/tV7ZA. REPLACEMENT BLADES 
FOR LONG TAPES 


% inch steel blade. Snow-white finish 
with jet black markings. Foot marks at 
each inch. 16 inch stud markings. Indi- 


vidually boxed. 





For 

Wgt. ea. 

Nos. 

Length 

tape No. 

lbs. 

25WR 

25 ft. 

25W 

V4 

33WR 

33 ft. 

33W- 

% 

50WR 

50 ft. 

50W-PT5QW 

V2 

66WR 

66 ft. 

66W- 

% 

75WR 

75 ft 

75W 

7 /a 

100WR 

100 ft. 

100W 

VA 

FOR 

INSIDE-OUTSIDE TAPES 



For 

Wgt. ea. 

Nos. 

Length 

tape No. 

lbs. 

Z25WR 

25 Foot 

Z25W 

V4 

Z33WR 

33 Foot 

Z33W 

% 

Z50WR 

50 Foot 

Z50W 

Vi 

Z66WR 

66 Foot 

Z66W 

% 

Z75WR 

75 Foot 

Z75W 

7A 

Z100WR 

100 Foot 

Z100W 

VA 


FOR METRIC-ENGUSH LONG TAPES 


y 2 inch steel blade. Snow-white finish 
with jet black markings. Metric-English 


markings. 

Individually 

boxed. 




For 

Wgt. ea. 

Nos. 

Length 

tape No. 

lbs. 

10WRM/E 

10m.-33ft. 

10M/E 

Vi 

15WRM/E 

15m.-50ft. 

15M/E 

% 

20WRM/E 

20m.-66ft. 

20M/E 

1 

25WRM/E 

25m.-82ft. 

25M/E 

VA 

30WRM/E 

30m.-100ft. 

30M/E 

1V« 


&/CV714. EXTENSION 
WOOD FOLDING RULES 



Six foot long. Has 6 inch long graduated 
brass extension for measuring between doors, 
windows, walls, etc. Brass strike plates pro¬ 
tect markings. Brass plated steel spring 
joints. Graduated in inches and feet and 
inches for instant readings. Six inch folds, 
y 8 inch wide. Natural boxwood finish. In¬ 
dividually carded, packed 6 in a box. 

Wgt. per 

Nos. Type box-lbs. 

X40 Regular (outside) reading 2% 

X40F Flat (inside) reading 2 7 /a 

&/0414 WOOD FOLDING RULES 



Six foot long. Graduated in inches and 
feet and inches for instant readings. Metal 
tips on first and last sticks prevent splitting. 
Brass strike plates protect markings. Brass 
plated steel spring joints. Six inch.folds, 
inch wide. Triple-coat white enamel finish. 
Individually carded, packed 6 in a box. 

Wgt. per 

Nos. Type box-lbs. 

060 Regular (outside) reading 1 7 /s 

060F Flat (inside) reading VA 


TAPE & CHAIN 



A practical easy to carry, combination 
measuring tape and key chain. This 3 
foot long white steel measuring tape has 
a 7 /4 inch wide blade in an attractively 
colored round plastic case PLUS full 
length key chain. Slips easily into pocket 
or purse, and keeps keys handy. Case 
colors are Silver, Red. Blue and White. 
Three of each color mounted on attrac¬ 
tive display card. 

Length n W *|- 

No. of Blade D,splay-lbs. 

3’/«W 3 Foot v * 





























UTILITY KNIFE 


CHALK LINE- 
PLUMB LINE 


REPLACEMENT 

LINE 



Adjustable heavy duty model. Die cast zinc, 
enameled finish, blade locks in three posi¬ 
tions: fully extended, carton opening, or 
closed for maximum safety. Surgical quality, 
extra heavy precision blades. Five blades in¬ 
cluded with each knife at no extra cost. Free 
holster with belt clip given with every knife. 
Individually carded, packed 6 in a box. 

Wgt. per 

No. box lbs. 

01 3 

&/ev7i& 

REGULAR BLADE 
FOR UTILITY KNIFE 



Will mark on any surface, including wood, 
brick, stone and metal. Die cast aluminum 
case is light in weight. Durable grey enamel 
finish. Slide action lock and hook-ring pro¬ 
vides true plumb-bob action. Lock releases 
automatically on rewind. When not in use 
handle lies flush with case. Plumb bob tip 
opens for quick easy filling with powdered 
chalk. Locked, it is leak-proof. Supplied 
without chalk. Individually boxed. 



Top quality seine twine wound on reus¬ 
able plastic spool. For use in Evans and 
other types of chalk line reels. Packed 6 
individual spools in a box. 

Wgt. per 

Nos. Length Line box-lbs. 

RL50 50 Foot V 2 

RL100 100 Foot 5 a 

"FAST-TURNOVER" DISPLAY 



\j“u— 

^BLADE 
No.-OIR 

MADE IN U.S.A. 




Regular type. Heavy-duty surgical-quality 
steel. Ground cutting edge. Five blades in 
reuseable transparent plastic box with hinged 
cover. Also available in 50 & 250 Bulk Packs. 


No. 

Packed in box 

Wgt. per 
box lbs. 

01R 

12 packs of 5 

3 /4 

B50 

50 bulk 

V2 

B250 

250 bulk 

21/2 


HOOK BLADE FOR 
UTILITY KNIFE 



Hook type. Heavy-duty surgical-quality steel. 
Ground cutting edges in hooks. Five blades 
in reuseable transparent plastic box with 
hinged cover. Also available in 50 & 250 
Bulk Packs. 




Wgt. per 

No. 

Packed in box 

box lbs. 

H1R 

12 packs of 5 

% 

HB50 

50 bulk 

1/2 

HB250 

250 bulk 

2 V 2 


Nos. Length Line Wgt. lbs. 

CL50 50 Foot Vi 

CL100 100 Foot % 


&/e&7Z4. 

CHALK REFILLS 

(UNIT PACKAGES) 


1 OZ. PACK (CIO) 1/2 LB. PACK (C8) 


Highest quality chalk ground and colored to 
mark distinctly. 1 ounce and Vi lb. packs 
have easy pouring feature. Can be used in 
all types of reels. Available in dark blue, 
dark red. white and yellow. Specify color 
when ordering. 




Wgt. 

Nos. 

Quantity 

lbs. 

CIO (1 02.) 

12 

7 /s 

C8 (V 2 lb.) 

6 

31/4 

5 lb. 

1 

51/2 

25 lb. 

1 

27 

50 lb. 

1 

53 



New compact merchandiser for tapes and 
rules helps increase sales. Panel is designed 
for use on pegboard wall or counter, meas¬ 
ures only 24 inches high by 23 Va inches 
wide. Finished in ebony black with red and 
white trim. Holds 22 different tapes and 
replacement blades on double pronged hooks. 
Position of every item shown in white on 
black display panel. Display, stock, and re¬ 
tail price list packed complete in one carton. 

No. Description Weight ea. 

FT21 Contains: ONE each of the following 16 lbs. 
Tapes: 106W, 108W, 110W, 112W, 

10KW, 12KW, PT6W, PT8W, PT10W, 

PT12W, KP10W, KP12W, 50W, 

100W, 6 V 4 W, IOV 4 W. 

Blades: 106WR, 108WR, 110WR, 

112WR, 10KWR, 12KWR. 





































